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UNCLAS TOKYO 5041 

FOR J.A. GARRETT, DIP, ERDA 

E.O. 1 1652: N/A 
TAGS: TECH, JA 

SUBJECT: STORAGE CAPACITY FOR IRRADIATED REACTOR FUEL IN JAPAN 

1. LISTED BELOW IS THE STORAGE CAPACITY FOR SPENT FUEL FROM 
POWER REACTORS IN JAPAN. STORAGE CAPACITIES OF RESEARCH 
REACTORS, POWER REACTORS UNDER CONSTRUCTION AND HOLDING STORAGE 
AT PNC REPROCESSING PLANT HAVE NOT BEEN INCLUDED. 


REACTOR TYPE SPENT FUEL 

STORAGE 

TOKAI I 166 MW GCR (CALDER 16,432 EUEL 
HALL TYPE) ELEMENTS 


TSURUGA 357 MW BWR 


403 FUEL ASSEMBLIES 


FUKUSHIMA I 460 MW BWR 600 

FUKUSHIMA2 784 MW BWR 822 
FUKUSHIMA 3 784 MW BWR 822 

SHIMANE 460 MW BWR 600 

HAMAOKA I 540 MW BWR 552 

HIHAMA 1 340 MW PWR 323 

MIHAMA2 500 MW PWR I6I 

TAKAHAMA 1 826 MW PWR 209 
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TAKAHAMA 2 826 MW PWR 209 
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GENKAIl 559NWPWR 161 

2. TOKAI-1 HAS TWO POOLS, EACH 24 METERS BY 12.3 METERS 
BY 5.8 METERS. 

3. COMMENT. AN INCOMPLETE SURVEY OE THE STORAGE CAPACITY 

EOR SPENT EUEL OE POWER REACTORS UNDER CONSTRUCTION INDICATES 
SIMILAR EACILITIESWILL HAVE SIMILAR SPENT EUEL STORAGE 
CAPACITY. 

HODGSON 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: STORAGE, NUCLEAR FUELS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TOKYO05041 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 34-01 80 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750440/aaaablfi.tel 

Line Count: 71 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 JUL 2003 by SilvaL0>; APPROVED <30 JAN 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: STORAGE CAPACITY FOR IRRADIATED REACTOR FUEL IN JAPAN 
TAGS: TECH, JA 
To: ERDA 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



